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A DEPENDABLE ALLOY 
INTERNATIONALLY KNOWN 
AND ENDORSED 

















True Dentalloy is a name synonymous with good 
amalgam work throughout the world. If you are 
not acquainted with it you will do well to experi- 
ence the complete satisfaction that comes with 
the use of this remarkable high silver content 
dental alloy. 

You will like its uniform behavior in amalgama- 
tion, the readiness with which it packs, its wax- 
like carving properties, the ease with which it can 
be polished, and its beautiful color. 

True Dentalloy has the correct expansion for 
perfect adaptation and a very high crushing 
strength. 


TRUE DENTALLOY 


has been used for more than thirty-four 
years with continuously growing success. 











For the Filling invisible— 

















The technique for Filling Porcelain is simple and 
leads to accurate and beautiful results. It is the 
silicate to use for the invisible and lasting filling. 

Most of the colleges are using Filling Porcelain, 
which is significant of its ease of manipulation, 
uniformity, and assurance of thoroughly gratifying 
results. 

Use it for your next anterior filling. 


FILLING PORCELAIN 


For Sale at Dental Depots 
THE S. S. WHITE DENTAL MFG. CO. 
211 South 12th Street 
Philadelphia, Pa. 
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Editorial 


It is with some feeling of pleasant anticipation that we announce 
the tentative program for the May meeting, which will be held in Pitts- 
burgh. Developments have already portended a meeting full of vital op- 
portunities of interest to every member of the Society, be he a general 
practitioner or specialist. The scientific part of the program will feature 
the high spots in progress and development with carefully selected group 
clinics and lectures. 

President Metz is instituting, this year, an event which we hope 
will prove of sufficient value to warrant its becoming an annual event. 
The following letter which was sent to the President and Secretary of each 
district is self explanatory: 

Feb. 21, 1934. 
Dear Doctor, 

| feel it would be a great advantage to the State Society if the 
Presidents and Secretaries of each district could meet together during the 
annual meeting of the State Society. 

There is no doubt that many things arise in each district that 
would be of interest to the officers of the other districts, and | think from 
a round-table discussion of our different problems, ideas and suggestions 
may arise that should be presented to the house of delegates while they are 
in session. 

| would like to meet the Presidents and Secretaries of each dis- 
trict society at a luncheon at the William Penn Hotel the first day of the 
state meeting, Tuesday, May |. 

Very truly yours, 
Dr. H. C. Metz, 
Pres. Penna. State Dental Society 
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Preliminary Outline 
Program for Annual Meeting 


Pennsylvania State Dental Society 
May 1, 2, 3, 1934 William Penn Hotel Pittsburgh, Pa. 


Tuesday, May Ist, Morning and Afternoon 


This day will be devoted to twenty minute talks by men par- 
ticularly qualified to speak on the subjects listed. This list of speakers will 
be announced soon. 

Operative Section 
Health Needs from a Dental Standpoint 
Examination and Diagnosis of Conditions of Oral Tissues 
Bite-Wing Films 
The Value of Smears in the Treatment of Gingivitis 
Kellogg’s System and Silver Nitrate in Practice 
Amalgam 
Pulp Capping 
Novocaine 
Effect of Short Radio Waves on Streptococci from infected Teeth 
Autogenous Vaccines from Infected Teeth. Case Reports 
Special Clinics 
Prosthetic Section 
Full Dentures 
Partial Dentures 
Crown and Bridgework 

Special Clinics will be presented after these papers are read to 
illustrate the points covered by the different speakers. 


Wednesday, May 2nd, Morning 
General Clinics 


Afternoon 
Exodontia for the General Practitioner 
By Dr. Wilton W. Cogswell, Denver, Colorado 
(Dr. Cogswell’s wonderful exhibit will be on display throughout 
the entire meeting.) 
X-Rays—Sinus Cases 
Special Clinics 
Thursday, May 3rd, Morning 
Nutritional Program 
General Clinical Aspect 
Endocrine Gland Influence 
Vitamins and Their Effects 


Afternoon—General Clinic 
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Committees 


FINANCE—Chairman: P. V. McParland, Pittsburgh; E. G. Meisel, 
Pittsburgh. 


PROGRAMME—Chairman: B. P. Rial, Pittsburgh; W. F. Swan- 
son, Pittsburgh; L. E. VanKirk, Pittsburgh; W. W. Booth, Pittsburgh; 
Fred Robinson, Uniontown; C. M. Rist, Erie. 


CLINIC—Chairman: J. C. O’Donovan, Connellsville; Leo Shon- 
field, Pittsburgh; C. S. Bressler, York; J. M. Mullen, Pittsburgh; G. S. 
Phillips, Meadville; T. J. Cook, Philadelphia. 


EXHIBIT—Chairman: Leslie Waddill, Pittsburgh; Frank C. 
Coulter, Baden; W. J. McKinley, Philadelphia. 


LOCAL ARRANGEMENTS—Chairman: W. D. McClelland, 
Pittsburgh; W. E. Craig, Pittsburgh; H. H. Sargent, Pittsburgh; A. S. Law- 
son, Pittsburgh; K. A. Gardner, Pittsburgh. 


REGISTRATION—Chairman: A. G. Wicks, Pittsburgh; F. H. 
Gaskin, Pittsburgh; E. R. Robb, Pittsburgh; A. J. Cross, Freedom; J. A. De- 
Weese, Irwin; Roy E. Prigg, Washington. 


MOUTH HYGIENE AND PUBLIC DENTAL EDUCATION—Chair- 
man: C. R. Garman, Pittsburgh; F. R. Riley, Pittsburgh; R. B. Fisher, 
Greensburg; ]. W. Lyman, Johnstown; L. W. Mehaffey, Washington; F. 
Brickman, Philadelphia; E. H. Good, Williamsburg; K. C. Lenhart, Punxsu- 
tawney; A. R. Pechan, Ford City. 

ETHICS—Chairman: A. C. Young, Pittsburgh; C. S. Harkins, 
Osceola Mills; J. T. O’Leary, Girard; L. A. Halpern, Philadelphia. 

INSTITUTIONAL—Chairman: L. G. Grace, Philadelphia; J. O. 
Fitch, Pittsburgh; F. E. Osmanski, Nanticoke. 

DENTAL SCIENCE AND LITERATURE—Chairman: H. H. Ca- 
wood, Lancaster; ]. K. Wampler, Pittsburgh; Wm. Ersner, Philadelphia. 

LEGISLATIVE—Chairman: H. E. Friesell, Pittsburgh; W. E. 
Lotz, Tyrone; H. K. Cooper, Lancaster; M. B. Markus, Philadelphia; H. M. 
Kirkpatrick, Harrisburg; T. P. Fuhrer. 

ORGANIZATION—Chairman: E. G. Meisel, Pittsburgh; G. A. 
Coleman, Philadelphia; W. E. Lotz, Tyrone; O. J. Specker, Reading; G. W. 
Peiffer, Sewickley. 

NECROLOGY—Chairman: F. C. Friesell, Pittsburgh; F. B. Evans, 
Altoona; Clyde Campbell, Connellsville. 

BUREAU OF STANDARDS—Chairman: C. 5S. Van Horn, 
Bloomsburg; F. D. Miller, Altoona. 

MILITARY—Chairman: Roy E. Black, Huntingdon; H. D. 
Roberts, Johnsonburg; H. G. Nailor, Philadelphia; R. J. Sample, Erie; J. F. 
Heineken, Paoli; T. P. Fox, Philadelphia; T. A. Little, Johnstown; Martin 
Boland, Scranton. 
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RELATIONS OF DENTISTRY TO DEPARTMENT OF HEALTH— 
Chairman: C. V. Snyder, Lancaster; Wm. J. Kennedy, McAdoo; J. W. Ross, 
Philadelphia. 

A. D. A. CLINIC—1934 MEETING—Chairman: R. E. Irish, 
Pittsburgh; M. Throckmorton, Beaver; M. B. Markus, Philadelphia; J. F. 
Clark, St. Marys; H. J. Horner, Pittsburgh; R. J. Sample, Erie; F. A. Hager, 
Johnstown; W. P. Felch, New Castle; W. D. Everhard, Harrisburg. 

HISTORY OF ORAL HYGIENE IN PENNSYLVANIA—Chairman: 
E. R. Sausser, Philadelphia; G. S. Schlegel, Reading; Fred D. Miller, Altoona. 

LOCAL PUBLICITY—Chairman: W. H. Archer, Pittsburgh; J. C. 
Eselman, Pittsburgh; T. F. McBride, Pittsburgh. 

ENTERTAINMENT—Chairman: W. P. Walker, Pittsburgh; J. C. 
Sutherland, Pittsburgh; W. A. Gregory, Pittsburgh; L. W. Ohl, Pittsburgh. 

HISTORY OF DENTISTRY IN PENNSYLVANIA—Chairman: R. 
E. Denny, Philadelphia; E. J}. Donnegan, Scranton; C. R. Turner, Philadel- 
phia; H. E. Friesell, Pittsburgh; |. N. Broomall, Philadelphia. 

ENFORCEMENT OF DENTAL LAWS—Chairman: W. A. Mc- 
Cready, Pittsburgh; Secretaries of component societies. 

COMPONENT SOCIETIES—Chairman: Harvey D. Roberts, John- 
sonburg; Secretaries of component societies. 

RELIEF—Chairman: C. W. Hagan, Pittsburgh; J. H. Corcoran, 
Scranton; Theodore Reid, Philadelphia. 

PROTECTIVE INSURANCE COMPANY—Chairman: L. E. Night- 
ingale, Lancaster; A. C. Young, Pittsburgh; G. O. Cruikshank, Sewickley. 


Budget Committee Report 


The Budget Committee respectfully submits the following Bud- 
get for 1933-34. 


ANNUAL MEETING 





























Program Committee $ 800.00 
Rent of Hall 1,200.00 
Exhibit Committee 300.00 
Managers Commission 400.00 
Clinic Committee 200.00 
Registration Committee 100.00 
Local Arrangements Committee 200.00 
Entertainment 100.00 
Publicity 200.00 

Total $3,500.00 
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It is expected that the budget should not be exceeded, but 
under no circumstances shall the expense of the meeting exceed the 
amount of receipts. 


GENERAL EXPENSES OF THE SOCIETY 1933-34 


















































Stationery and printed forms $ 200.00 
Secretary's salary and allowance ......... 600.09 
Treasurers office expense 50.00 
Trustees’ expense 300.00 
Reporting ard typing oeccecceccccossecscssssssssees 275.00 
Legislative Committee ................. 300.00 
Expense of Committees ...... 150.00 
President’s expense 100.00 
Bonding—Secretary and Treasurer 50.00 
I 2 sctaincaitaninbininiaiibisioniie 50.00 
EL: scertiniciinienietnisntinantnenciiimniaie 50.00 
Miscellaneous expense .......ccccecceccesnes 100.00 
President’s and Secretary expense to State officers conference ...... 75.00 
ce EIS rrr ean ne EE 1,000.00 
Deficit—Philadelphia Meeting ........... 500.00 

Total $3,800.00 

Estimated Income for 1933-34 occccccccccccccssssecsesesesessees $3,800.00 


We respectfully recommend that the fiscal year of the Society 
shall be January Ist to December 31st. 
The amount of Secretary’s and Treasurer’s bond be reduced from 
$10,000. each to $5,000. each. 
W. E. Davis, 
Harvey D. Roberts, 
Alexander F. Reynolds, 
Finance and Budget Committee. 








Attention 


The Annual Meeting of the Pennsylvania 
State Dental Society will be held in Pittsburgh 
on May Ist, 2nd and 3rd, 1934. 
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Dr. J. A. Eberly, Jr. 
Business Manager 
Pennsylvania State Dental Journal 


Born January 1, 1900, Philadelphia 


Graduated University of Pennsylvania, 
School of Dentistry 1922 





Dr. John H. Corcoran 


Treasurer 
Pennsylvania State Dental Society 


Born Dec. 3, 1900, Old Forge, Pa. 


Attended St. Thomas College, Scran- 
ton and Harvard School of Dentistry 


Member American Dental Association 
and Scranton Dental Society 


Former member Executive Councii 
State Society 


“‘What he does, he does well.’’ 
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Finance Committee Report 


Pennsylvania State Dental Society Meeting 
Philadelphia May, 1933 








RECEIPTS 
ee Fir, Ie UD cetiteseicittretsseteticnistinensecncenincsenchonrcretocana $4,086.92 
Received by Dr. J. J. Stetzer: 
M.S $ 50.00 
Academy of Stomatology, ................... idlidncaieitcecedncebi 15.00 
U. S. Fidelity G Guaranty Co. 0... iaibieaniencel 30.00 
Money collected for banquet .................... ; 167.50 
Reimbursement by Dr. Waddill ................ 2.00 
Girard Trust Co. Bark Interest ...........cccccccccssssesecesnsneeee 2.29 266.79 
$4,353.71 
EXPENDITURES 
Commission for selling space ........... sscclpeehaaenbceidenhababeebiti $ 410.08 
ES ae a eee err aerate sibcisasdlananienasaltinsendniitestia 32.02 
I NN ical crcinccpsaniieinntinginnainnnscaetelatl 12.52 
Expenses of Finance Committee ..........cccccccccccssescseessseessueesenesseneees 70.49 
I arate chcciecnichesiccientidedapheneltabandadisiatagicasiininaiohs 1.18 
Bellevue-Stratford Hotel rent .n.....cccccccccccssccsscsssscccssssssssseecsseseee 1,500.00 
Program Committee 
a $185.00 
I III stiisiisninencishinnsinsiorssesiviteiscisationnte 96.32 
III sitguipcsitiensicheciassienidiacesicinceismnien viiadsacadis 262.90 
Clerical services ............... Sa 23.26 
SI ccsteteisienniensincs cioenissichosouliteasibenistiad 86.90 654.38 





Exhibit Committee 


Carpenter and labor ................. Sei Bree $167.21 
Lumber ard hardware ouc.....cccsccsssssssccssscssnecsesvees 52.82 
RE Ee i ee ee TN 58.70 
ER eT ES 50.04 


TT. (ae 





Publicity Committee 
Printing and sending Out MOTICES 2.....c.ccccoeeccssneeeecssesseee 159.51 


Clinic Committee 


Expensés of clinicians 
INE NN iii cstecsiestissniceensniiaiaien 15.00 
Lanterns ad Operators ..nnccccccccscccccccssccoscccsssee 10.00 
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Clinic Committee (Continued) 


























Tickets, etc. 43.12 
Incidentals 55.60 295.27 
Registration Committee 

Badges and buttons $ 54.63 

Clerical services 50.00 

Incidentals 28.52 133.15 
Local Arrangements Committee 

Detectives and guards $117.02 

I ceiicteecssnictntsitenseitisoiaiensscteicenind 92.20 209.22 








Entertainment Committee 











Ladies entertainment ..........cccecccccsscccccsscosossccsoeee $ 15.00 
Music ceabients 100.00 
a er ne SL 180.00 
EE CRATE cee 40.00 
a 65.44 400.44 4,266.75 
BALANCE 86.96 
Finance Committee, 
Earle C. Rice, 


). J. Stetzer (chairman) 


Audited and found to be correct October 29, 1933. 


John H. Yearick, 
Z. T. Jackaway, 
Alexander H. Reynolds (chairman) 


Progress Report 
The Pennsylvania State Dental Association 


Committee for Dental Health Survey* 


An article appeared in the February issue of the Journal of the 
American Dental Association entitled, ‘Progress Report of the American 
Dental Association Committee for Dental Health Survey.’’ That article 
dealt with the present status (Dec. 19, 1933.) of the survey in the various 
states throughout the country. The purpose of this article is similar, in 
that it is for the publicization of the present status of the survey in 
Pennsylvania, and to report plans for its organization and execution. 


*February 17, 1934. 
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Dr. H. C. Metz, President of the Pennsylvania State Dental 
Society, has appointed Dr. W. Paul Walker of Pittsburgh general chair- 
man, and Dr. Reed P. Rose of Pittsburgh assistant chairman of the survey 
for the State of Pennsylvania, to formulate the necessary plans for carrying 
out the survey. 

A letter to each of the eleven district presidents outlining the 
purpose and plans of the survey has been sent. Also, a copy of this letter 
has been forwarded to each of the eleven Trustees of the Society. The 
letter to each district president requests that he appoint a suitable district 
chairman, provided that he does not see fit to accept the appointment. 
As soon as each district president makes his decision and has forwarded it 
to Dr. Walker, the district chairman will receive a letter of instructions, 
complete in all details, as to the requirements and procedure of organiza- 
tion. These chairmen will then, after receiving the necessary data and 
examination blanks from Washington, have their committee members pro- 
ceed with the examination. After the completion of the survey, the ex- 
amination blanks will be forwarded to Dr. Walker who, in turn, will for- 
ward all of them to Washington. No complete compilations of the individual 
examinations, or tabulations, will be made by the committee, as all this 
work is to be done by the Public Health Service. 

This survey is limited to ten per cent of the “grade school chil- 
dren, and selected adult groups in institutions where practicable."’ In the 
cities of Philadelphia and Pittsburgh, because of high population concen- 
tration, the survey will be limited to five per cent. In selecting the groups 
for examination, proper consideration will be given by the district chairmen 
to urban, suburban and rural distribution of examinations. Pertinant in- 
formation regarding these facts is being secured from the Department of 
Education at Harrisburg. 

At the time of examination it will be suggested to the school, 
by the district chairman, that the following mimeographed form be used 
and mailed to the child’s parents or guardian: 


SCHOOL 
An examination of the mouth of your child 
4 discloses the 
urgent need for dental treatment. . 
You are advised to take the child to your family 
dentist without delay. Periodical visits to the dentist at 
least twice a year will save time, pain and expense. 








(Principal or Teacher) 


This survey, as is evident, will be of untold value, not only to 
the Public Health Service and the A.D.A. from the statistical standpoint, 
but also to the rank and file of dentists. That dental service is needed is, 
of course, obvious. The extent of this need is, however, indeterminate. The 
real purpose of this survey is to make it determinate. 


°i2° 








STATE DENTAL JOURNAL 


Guide to Inexpensive, Ethical Prescribing 


Prepared by the Commission on Medical Economics of 
The Philadelphia County Medical Society 
December, 1933 


Recommendations 


(Excerpt from Statement of Principles and Ethics of 
Medical Practice, adopted by The Philadelphia County 
Medical Society on June 7, 1933, page 11) 


1. Physicians should prescribe and recommend, as far as is 
possible, products included in the U.S.P., the National Formulary, and in 
New and Non-Official Remedies. Manufacturers’ names should not be 
specified, since pharmacists are restricted thereby to supplying the most 
exploited, usually the most expensive product, rather than the most potent. 

Physicians should familiarize themselves with the proprietary 
names and non-proprietary equivalents, as well as with the relative cost 
of commonly used remedies. 

Wherever possible, controlled-name products should not be pre- 
scribed. But when they must be ordered, these products should not be 
dispensed in their original package, nor should a copy of prescription be 
placed on the container. 

Every prescription calling for a U.S.P. or an N.F. preparation 
provides a standardized production, and at the same time (a) restricts 
prescription renewing, (b) discourages self-medication, (c) assures a 
potent remedy, and (d) saves money for the patient. Unauthorized re- 
newals of prescriptions will be prevented if they are telephoned to the 
druggist, or are marked ‘‘Not to be renewed.” 


2. The Council of Pharmacy and Chemistry, A.M.A., was 
formed to combat commercial domination of therapeutics. Physicians should 
avail themseives of the help afforded by their own Council. It is recom- 
mended that physicians purchase and use the “Epitome of the U.S.P. and 
N.F.,”” price 60 cents, and ‘“‘New and Non-Official Remedies,” price $1.50. 


3. We recommend full co-operation with and confidence in the 
conscientious pharmacist who has no desire to exploit patent medicines or 
to encourage self-medication, much preferring to preserve his ethical pro- 
fessional status. 


4. Exploitation of the practice of medicine through direct ad- 
vertising to the laity by pharmaceutical manufacturers must be discouraged. 
This aim can be achieved by refusing to prescribe preparations so adver- 
tised and by ceasing to distribute to patients samples of controlled pro- 
ducts distributed for that purpose by detail men. A consciousness of our 
own superiority in medical education should protect us from our human 
gullibility. 
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Note: Ask your druggist if there is not an U.S.P. equivalent of a 
proprietary preparation you may wish to prescribe. 


Proprietary vs. Non-Proprietary Drugs 





Proprietary (Cost) 
IUD ccetsscaniesintsnsenntinini $ .820z 
BIRIIIID:  cscincesstsisnonnicamietia .63 
IID saiiinisccsettcnaliacichteensiaiatis 85 
RI 5h scistiatiacasencensiidiassintd 3.00 
ID socisisictitisicsnishcesancnicdsanniee 2.75 
Duotal i 1.07 
Urotropin .. ——— 
Tolysin 
Luminal 
Trional 
Sulfonal 
Diuretin 
Aristol 
Digitol 
Medinal 
Argyrol : 
PI. eicsccchaiccisiihicnsniininaspiotil 1.25 


Non-Proprietary 
Amidopyrin 2... 
Aceaphenetidin 
Acid Acetsalicyl 
Barbital 








ene 
ST MINED Noccissepsotcrcccinnnies 
Methenamine  oo.c......c..ccceeceenee 
Neocinchophen 
EE 
Sulphonethylmeth ................. 50 
Sulphomethane  ...........ccccsssesee .40 
Theobrom. Sod. Sal. ............ .30 
LE. 
Te, I citeiernscnenentenenstieniies .19 
eC ee Py 
Mild Silver Prot. we... 50 
Strong Silver Prot. 00.0... .48 


Official Preparations at One-Fourth the Cost 


Lysol 

Listerine 
Glycothymoline 
Gray’s Glyc. Tonic Comp. 
Elix. Luminal 
Gude’s Peptomanganate 
Lloyd’s Hydrastis 
Lacto Peptin 
Essence of Pepsin 
Mistol, etc. 
Resorcinal (resinol) 
Baume Analgesique 
Creoterpin 
Viburnum Comp. 
Antiphlogistine 
Cascara Evacuant 
Vicks, etc. 
Absorbine, Jr., etc. 
Resinol 

Bromo Caffeine 
Dermatol 

Aristol 


Official Preparations 
Comp. Sol. of Cresol 
Antiseptic Sol. 

Liq. Antisept, Alk. 
Glycerinated Tr. Gentian 
Elix. Phenobarb. (not official) 
Sol. Pept. Iron and Mang. 
Comp. Sol. Hydrast. 

Comp. Elix. of Pepsin 

Elix. of Peps. Rennin Comp. 
Neb. Menth. Comp. 

Comp. Resorcinol Oint. 
Comp. Menthol Inunction 
Comp. Elix. Terp. Hyd. Creos. 
Elix. Vib. Prun. 

Cataplasm of Kaolin 

Fl. Ext. Rham. Pursh, Arom. 
Ceratum Camphorae Comp. 
Lin. Tighl. Comp. 

Ung. Rescorcin Comp. 

Pulv. Pot. Brom. Caff. (NF) 
Bismuthi Subgall. 

Thymol lodide 
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DISTRICT OFFICERS 


of the Pennsylvania State Dental Society 


* 
FIRST DISTRICT—Philedelphia County 
President - Clarence H. Chain Secretary - - Thomas P. Fox 
873 N. 41st St., Phila., Pa. 1614 Locust St., Phila., Pa 
SECOND DISTRICT—Counties: Bucks, Chester, Delaware, Lehigh, Montgomery 
and Northampton 
President - - R.M. Walls Secretary - - J. F. Heineken 
Bethichem, Pa. Paoli, Pa. 


THIRD DISTRICT—Counties: Carbon, Columbia, Lackawanna, Luzerne, Monroe, 
Pike, Susquehanna, Wayne and Wyoming 


President - Allison H. Miller Secretary - - J. H. Harrison 


Kingston, Pa. Hazleton, Pa. 
FOURTH DISTRICT—Counties: Berks, Lebanon, Schuylkill. 

President - - H.K. Willits Secretary - - F. H. Hoeffer 
750 N. 10th St., Reading, Pa. 230 N. 5th St., Reading, Pa. 


FIFTH DISTRICT—Counties: Adams, Cumberland, Dauphin, Franklin, Fulton, 
Lancaster, Perry a ork 


President - - G.S. Edwards Secretary - - M.L. Heefner 


Greencastle, Pa. Waynesboro, Pa. 


SIXTH DISTRICT—Counties: Bradford, Clinton, Lycoming, Montour, Northumber- 
and, Snyder, Sullivan, Tioga and Union 


President - - M.D. Nesbit Secretary - - E. A. Brown 
Lewisburg, Pa. Sunbury, Pa. 
SEVENTH DISTRICT—Counties: Bedford, Blair, Cambria, Center, Clearfield, 
untingdon, Juniata, Mifflin and Somerset 
President - - H.L. Wagner Secretary - - - J.L. Porias 
Central Trust Bidg., Altoona, Pa. Nanty Glo, Pa. 
EIGHTH DISTRICT—Counties: Cameron, Elk, Forrest, Jefferson, McKean, Potter 
and Warren 
President - - H.D. Colt Secretary - - H. D. Roberts 
Warren, Pa. Johnsonburg, Pa. 
NINTH DISTRICT—Counties: Clarion, Crawford, Erie, Lawrence, Mercer and 
Venango 

President - Glen S. Phillips Secretary - - - R.E. Ward 
Meadville, Pa. 714 Sassafras St., Erie, Pa. 
TENTH DISTRICT—Counties: Alleghany, Armstrong, Beaver and Butler 

President - - E.G.Meisel Secretary - - W.E. Craig 
121 University Place, Pittsburgh, Pa. Jenkins Arcard, Pittsburgh, Pa. 
ELEVENTH DISTRICT—Counties: Fayette, Greene, Indiana, Washington and 

Westmoreland 

President - L. W.Mehaffey Secretary - - H.C. Manon 
Washington, Pa. Washington, Pa- 
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The 75th Annual Meeting of A. D. A. 


The Pennsylvania State Dental Society was well represented at 
this meeting, which was held at the Stevens Hotel in Chicago August 
7th-12th, 1933. 


The following members contributed to the program: 


Local Anaethesia as Applied to the Child 
C. W. Hagan, Pittsburgh, Pa. 


Oral Roentgenology and Its Possibilities 
Leroy M. Ennis, Philadelphia, Pa. 


Abnormalities of the Mandibular Articulation 
David J]. Goodfriend, Philadelphia, Pa. 


Treatment of Periapical Infection by Conservative Methods 
L. |. Grossman, Philadelphia, Pa. 


“Oral Diagnosis” 
Thomas J. Cook, Philadelphia 
(Academy of Periodontology) 


“Oral Manifestations of Systematic Diseases’’ 
Thomas J. Cook Philadelphia 


The following gave clinics: 
Modern Indirect Gold Inlay Technic; Thomas P. Fox, Harold C. Grant, 
both of Philadelphia. 


Construction and Use of Celluloid Matrix for Cervical Silicate Cement 
Fillings; John H. Greene, Philadelphia. 


Amalgam Filling; F. W. Herbine, Reading, Pa. 


Roentgen-Ray—Interpretation for Operative Dentistry; M. Lee Tarno, 
Erie, Pa. 


Technical Procedures in Denture Prosthesis; W. H. Wright, H. W. Bradley, 
R. |. Crumpton, R. A. Gougler, all of Pittsburgh, Pa. 

The Porcelain Jacket Crown; E. Bruce Clark, Uniontown, Pa. 

The Contiguous Clasp; M. M. DeVan, Philadelphia. 

Ceramics Simplified; B. A. Lincoln, Philadelphia, Pa. 


Concept, Principles and Appliances in Orthodontia; A. F. Jackson, Philadel- 
phia, Pa. 


Factors in Full Denture Work; H. K. Willits, Reading, Pa. 


Movable Fixed Bridgework and Removable Bridgework; C. A. Good, Har- 
risburg, Pa. 


Bridge Restorations; W. J. Robinson, Philadelphia, Pa. 


Case Report ‘‘Adamantinoma of Mandible’; J. C. Grayson Fitz-Hugh, 
McKeesport, Pa. 
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The Development and Treatment of Children’s Teeth; Theodore D. Casto, 
Philadelphia, Pa. 

Dentistry for Children; G. C. Tassman, Philadelphia, Pa. 

Models of Cleft Palate Cases upon which Orthodontia or Prosthodontia have 
been Practiced; G. W. Thompson, Pa. 


Dentistry for Children; B. E. Beatty, Philadelphia, Pa. 


Time Saving Appliances and Suggestions for the General Practitioner; J. H. 
Yearick, Philadelphia, Pa. 


The Value of Roentgen-Rays in Exodontia; Guy L? Homan, Reading, Pa. 


“Dental Week’’ 


August 7th - 12th - 1933 
A Century of Progress Exposition in Chicago 
The 75th Annual Meeting of A. D. A. 


MEDICAL AND DENTAL EXHIBITS 


The Dental and Medical Exhibits at the Exposition were unique 
in many respects. Since this was the first great exposition to invite profes- 
sional groups to participate, the situation presented the opportunity to 
Dentistry and Medicine for the first time to call its service in the field of 
human welfare to the attention of the public in a large way. Millions of 
people who attended the Exposition saw the Dental Exhibit because it was 
so located in the principal line of travel to those who entered the Hall of 
Science. 


“THE TALKING TOOTH” 


The Talking Tooth was about 9 ft. high and 4 1-2 ft. wide, 
enclosed in ground glass, behind which were 1200 small electric lights ar- 
ranged in an elaborate system of shadow boxes and operated by a new 
photographically controlled mechanism. One could see the beginning decay 
in the occlusal surface of a first molar gradually progress to involve the 
enamel and dentine and then expose the pulp. The pulp became red as a 
result of inflammation and eventually turned green to represent death of 
the pulp tissue. 

Abscess development was demonstrated with the eventual loss 
of the tooth. 

It was called the Talking Tooth because through a synchronized 
phonograph mechanism it told its own story and it gave the audience a 
number of lessons as to the importance of early care which would have 
prevented loss of the pulp and later the tooth itself. 
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TOOTH BRUSHING EXHIBIT 


This exhibit was motor driven, consisting of a hexagonal struc- 
ture, on each face of which was an aluminum head with accompanying 
arm, hand and brush. Each of the models demonstrated continuously the 
proper motion of the tooth brush in a particular position in the mouth. 
The entire hexagon revolved on its base, so that the spectator could 
observe the six demonstrations by standing in one position for a period 
of three minutes. 

DENTAL PUPPET SHOW 


For the child, ‘one of the most interesting features was the den- 
tal puppet show, in which model teeth were dressed as puppets. The show, 
presented several times daily, gave the child a lesson in diet and the proper 
care of the teeth. 


Commonwealth of Pennsylvania 


State Emergency Relief Board 


Harrisburg 
CLINIC COMMITTEE (Continued) 
233a February 1, 1934 
TO: All Physicians, Dentists, Directors of Relief, Supervisors, and Case 


Workers 
FROM: Harold A. Miller, M.D., Director of Medical Relief 

*May | call your attention to the following paragraph in the 
Rules and Regulations which seem to cause onfusion and misunderstanding: 

“Such authorized (medical) service shall be a MINIMUM con- 
sistent with good professional judgment, and shall be charged for at an 
agreed rate which makes due allowance for the conservation of relief 
funds.” 

Your patient has no right to expect or demand comfort and to 
insure recovery, where possible. It is a MINIMUM service, not MAXIMUM 
or even average. 

“‘The common aim should be the provision of good medical serv- 
ice at a low cost—tto the mutual benefit of the unemployment relief bene- 
ficiary, physician, nurse, dentist, pharmacist, and taxpayer.” 

Only emergency treatment is permissible without a medical 
order. In such emergency cases report to the Relief Director by telephone 
or secure from the patient a written request for the medical order and 
deliver it to the Director of Relief promptly. If mailed, the date stamped 
by the receiving post office is the date and time of notice. 

The local director of emergency relief should inform the indi- 
vidual (or agent) for whom the order is issued the limitations of the 
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service. That medical orders are not orders for twenty dollars, but only 
cover the irreducible medical service necessary for the ailment of which 
the patient complains. 

That dental orders are not orders for ten dollars worth of den- 
tal service, but only good for minimum emergency work which is neces- 
sary at the time. Potential future troubles are not within the scope of the 
emergency relief program. 

Physicians must follow their usual practice in supplying drugs. 
Prescriptions for USP and NF drugs may be written when and where neces- 
sary, but directors are instructed to investigate when two or more prescrip- 
tions are used for the individual. Refills by the patient are not permitted. 

The family is the unit (one medical order) for medical relief; 
exceptions, dental work, one first tooth, limit ten dollars, and obstetrics. 

Indigents who have in the past received their medical attention from 
local poor directors or other local agencies, must continue to receive their 
medical attention from such sources. They do not come under the Rules 
and Regulations. ‘‘It shall imply continuance in the use of hospitals, clinics, 
and medical, dental, and nursing services already established in the com- 
munity and paid for, in whole or in part, from local and from State funds, 
in accordance with local statutes or charter provisions.” 

Local directors and physicians (including dentists) must cooper- 
ate in giving the community medical care adequate for emergency needs, 
but at a cost consistent with the spirit of cooperation between the tax- 
payer, physician and relief recipient. 

Local relief directors will please provide their investigators with 
a copy of this bulietin. Sufficient copies are being sent you to furnish one 
to each case worker. 

Sincerely yours, 
HAROLD A. MILLER, M.D. 
Director of Medical Relief 
*Rules and Regulations were published in the last issue of the Journal. 








Golf Club 


Pennsylvania State Dental Society 
President D. F. W. Clinger, Milton, Pa. 
Next Tournament, Pittsburgh April 30th, 1934 


Committee 


H. T. Patton, Chairman 
R. R. Hutchinson C. E. Whitehead 
F. H. Eumer A. C. Barclay, Sec’y 
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Dental Legislation in Pennsylvania 
By R. E. Denney, Additions by H. E. Friesell 


There was no law regulating the practice of dentistry in Penn- 
sylvania prior to 1876, and the need of such legislation was probably the 
greatest incentive to the formation of the Pennsylvania State Dental Society. 
No convention of dentists seemed complete without some reference to the 
quacks, and those inadequately trained, and there was a crying need for 
a State society which could foster and assist in the enforcement of legisla- 
tion that would eliminate the incompetents, protect those who were 
properly trained, and raise the standard of education for all those entering 
the profession. That the profession was keenly desirous of such legislation 
was shown by the fact that at the organization meeting in Philadelphia, 
December 10th, 1868, a dental bill was drafted and approved by the con- 
vention, and a legislative committee appointed to seek its enactment. The 
principal features of which were set forth in Section | of the bill as follows: 

Section 1. Be it enacted by the General Assembly of the State 

of Pennsylvania that it shall be unlawful for any person to prac- 

tice Dentistry in the State of Pennsylvania for compensation 

unless such person has received a diploma from the faculty of a 

reputable dental college duly incorporated under the laws of this 

state or some other state of the United States or foreign country, 
or has secured a certificate of qualification issued by the State 

Dental Society. 

This bill went the way of most bills that lack influential backing. 
It not only failed to pass that year, but failed to greatly interest the legis- 
lature for eight succeeding years. 


The Law of 1876 
In 1876 a bill passed the legislature and became a law. The law 
provided for a state board of dental examiners and made it legal to practice 
only when possessing a certificate from the state board, a diploma from a 
college in good standing where dentistry was taught, or a certificate show- 
ing continuous practice for three years prior to the passage of the act. 


The Law of 1883 

The State Society soon recognized the necessity of registering 
all practicing dentists, and a committee was appointed by the society to 
tabulate the dentists of the state. After tabulating about 100 they gave 
up the job as an impossible task, and asked that the committee be dis- 
missed. In 1879 an effort was made to pass an amendment requiring the 
registration of all dentists intending to continue or begin practice in the 
state, and a record of the diploma or state board certificate to be made in 
the recorder’s office of the county in which he or she resided, and each 
person claiming the right to practice without a diploma or certificate was 
to make a written affidavit of the time and place of continuous practice. 
An additional amendment requiring that dentists who itinerated from house 
to house, in addition to fulfilling the above requirements, must pay a 
$25.00 license fee. That the public is generally less interested than we in 
the ethics of our profession was illustrated by the fact that the second 
amendment caused the rejection of both, and it was not until 1883, that 
the registration of dentists became a legal requirement. 
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By 1880 efforts were being made to enforce the denta! law. 
More than 100 copies of the law were mailed to dentists, and letters of 
warning were mailed to known violators. A great deal of leniency was 
shown first offenders, and whenever a violator showed a willingness to 
properly qualify himself, by attending dental college or presenting himself 
before the board for examination, prosecution was withdrawn. One such man 
after promising to attend dental college, returned to Williamsport after 
about ten days, with two bogus diplomas, one in Latin, and one in English. 
The American University of Philadelphia, a one-man University, conducted 
by a Dr. Buchanan, was the chief offender in issuing bogus diplomas, but 
the state finally intervened and this ‘‘University’’ soon became but an un- 
pleasant memory. Great difficulty was experienced in the early efforts to 
prosecute violators, some judges were found not to be in sympathy with 
the law, particularly where the offenders had been in practice at the time 
of the passage of the act, and efforts to prosecute this type of offender 
was soon discontinued and later the retroactive clause was nullified by 
judicial decision. 

Problems of various kinds arose in law enforcement to perplex 
the profession, many of which could only be settled by the courts. Itinerate 
dentists from other states claimed the right to practice on the ground that 
they had been so practicing for a number of years. Others tried to evade 
the law by practicing as assistants to registered dentists, even though their 
office might be in another town. First year students practicing under pre- 
ceptors, itinerated from house to house. Barbers claimed the right to extract 
teeth because they had done so long before the passage of the act. 

The committee on enforcement of the dental law, then as now, 
received some criticism because more violators were not prosecuted, but 
usually the complainant was not willing to back up his complaint with 
the necessary evidence. One amusing lament came from a dentist in 
Phoenixville who complained that, “ta man was running around this town 
and sections of Chester County making teeth for five dollars, and extracting 
teeth for ten cents.’’ Gradually, however, these problems were settled and 
the legal status of the profession became clearer. 

The Law of 1897 

In spite of the laws already enacted, the profession found that 
neither they nor the public were sufficiently protected against the prac- 
ticing of incompetents, and in 1897 a new bill was presented to the 
legislature and became a law. Briefly, it established a Dental Council, and 
a State Board of Dental Examiners, and defined the duties of each. It 
provided for the examination and licensing of practitioners of dentistry and 
further regulated the practice of Dentistry. It specified that the Dental 
Council of Pennsylvania should consist. of the Superintendent of Public 
Instruction, the President of the State Board of Health and Vital Statistics, 
and the President of the Pennsylvania Dental Society, their principal duties 
being the supervision of the examinations conducted by the State Board of 
Dental Examiners and the issuing of licenses to practice dentistry to such 
applicants as have satisfactorily passed the board. It authorized the ap- 
pointment of the Board of Dental examiners by the Governor of the State, 
and specified that the board shall consist of six members who shall be 
appointed for a term of three years each. The appointments to be made 
from a list provided by the Pennsylvania State Dental Society of twice the 
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number of examiners required. It provided for the time of examination, 
remuneration of examiners, and subjects for examination as follows: 


1. General Anatomy 7. Dental Pathology, Bacteriology 
2. Special Dental Anatomy and Therapeutics 

3. Dental Histology 8. Anaesthesia 

4. Dental Physiology 9. Oral Surgery 

5. Chemistry and Metallurgy 10. Principals and Practice of Oper- 
6. Materia Medica ative and Prosthetic Dentistry 


It made it illegal for anyone not already authorized to practice 
dentistry in the state to enter the practice of dentistry therein, unless they 
be twenty-one years of age, of good moral character, possessed of a com- 
petent common school education, and a degree of Doctor of Dental Surgery, 
or other recognized dental degrees from a reputable dental school in the 
United States, having a three-year course of six months each, or a license 
to practice dentistry in some foreign country. 

(To be continued in the next issue) 








Announcement 
ee 
Pennsylvania State Dental Society 
| To 
American Dental Association Convention 
St. Paul, Minn. 


Fellow Dentists—Greeting! 

We anticipate that a large number of the mem- 
bers of our profession who will attend the convention in 
St. Pauli, August 6th to 10th, will, on account of the close 
proximity to Yellowstone National Park, desire to avail 
themselves of the opportunity to visit this ‘‘World’s Won- 
derland.”’ 

Arrangements have been completed with the 
Northern Pacific Railway Company, 508 Park Building, Pitts- 
burgh, Pa., to arrange for such a post-convention tour. 
The itinerary, which will be printed at a later date, will 
give you the exact cost of a trip to St. Paul, Minn., and 
return, together with the additional cost of the post-con- 
vention tour of Yellowstone National Park. These rates will 
cover rail and Pullman transportation, all expenses in 
Yellowstone National Park, but not meals on trains or 
while attending convention. 

A cordial invitation is extended our members 
and friends to arrange their trips in connection with this 
tour, which will include maximum service at minimum 
cost. 





Yours for a most delightful tour. 
HARRY C. METZ, President. 
C. W. HAGEN, Secretary. 
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Pennsylvania State Dental Society 


Statement of Cash Receipts and Disbursements 
Period April 23, 1932, to April 15, 1933 
DR. JAMES A. BRADY, TREASURER 
“EXHIBIT A” 
RECEIPTS: 
Balance of cash, April 1, 1932 ccccccccccccsscsscssssssseesssssseee $1,874.25 
Remittances from Dr. C. W. Hagan 
Income from investments .. 


Interest on bank balance 
Relief check returned. ............ 





















































i, , Re 3,078.94 
TOTAL BALANCE AND RECEIPTS ............ $4,953.19 
DEDUCT: DISBURSEMENTS: 
Appropriation to Oral Hygiene Committee ............... $ 700.00 
Oral Hygiene articles 300.00 
Secretary’s Salary ard allowamce ooiccccccccscsccsssssssseesnseesee 550.00 
Treasurer’s expenses 30.16 
President’s expenses 144.40 
Historian’s expenses 52.75 
Essayists _ .... 60.00 
Reporting activities 191.72 
Printing proceedings ° 784.23 
I MI techie eiietsenntstadnercsenicnicenneis 140.48 
Expenses of legislative COMMITTEE .........cccccccssseeseessenees 247.12 
Stationery 51.90 
Secretary’s and Treasurer's bonds ....... 70.00 
Auditing ae 35.00 
IT I ine ca ctcsccaiesialeamtiielinctiaicinnade 30.00 
RY I iecicnciliascscsedicasociceiiamdisnebasinndemaindipanih 14.20 
Mimeograph and stenographic services 0... 135.50 
POE Oe ID ceerstncsca nieces discnsieentiststibncnsisaeincsoii 18 
TOTAL DISBURSEMENTS o0u.....ccccccescscssccesssssseee 3,537.64 
BALANCE OF CASH ON HAND .................. $1,415.55 
DR. C. W. HAGAN, SECRETARY 
“EXHIBIT B”’ 
RECEIPTS: 
Dues from 1,889 members at $6.00 each............... $11,334.00 
1 Member—State dues only .n.....cccccccssssssssscessssssssseeseesee 2.00 
WOU am IIIS TIN sisson esctesnnstsesscicssomsnnsnni 5.38 
pS 8, RR NTE $11,341.38 
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DISBURSEMENTS: 


Portion of dues remitted to American Dental 
Society, 1889 members at $4.00 each ...............$7,556.00 
Partial payment of balance of dues retained by 





Pennsylvania State Dental Society 2... 1,500.00 

Tax on checks .38 
TOTAL DISBURSEMENTS. ..n..cccccccscccsssscssecccssnees 9,056.38 
BALANCE ON HAND, APRIL 22, 1932 $ 2,285.00 


STATEMENT OF CASH RECEIPTS AND DISBURSEMENTS 
1932 STATE MEETING 


REPORT OF EXHIBIT COMMITTEE 



































RECEIPTS: 
From Exhibitors ...... $3,874.40 
Hauling and Freight 9.50 
Rebate and expense advance 1.47 
————_ $3,885.37 
DISBURSEMENTS: 
Commissions—Dr. Leslie Waddill .ccccccccccccccccccsseceseeeee $ 400.00 
Exhibit Expense 
Mimeograph Supplies  .......cccccccsscsssesceseee $ 3.50 
Signs 16.00 
nny TUNIS *isscasacsithicnsiasieliibeseeedbdbonicnaledanalie 27.25 
ee 10.03 
eee " 10.00 
Supplies 11.00 
Setting up (labor, hardware, etc.)...... 100.00 
Freight and hauling 133.16 
Tearing down (labor, tips, etc.) ......... 100.00 
it fn 40.00 
Clerical help ................ seclanebiliatinetibielinadaies 75.00 
Decorations  .ccccsseccscssseesssssseeeen 23.86 
Lumber 17.90 
ND cists 1.50 
———- 569.20 
Entertainment Expense 
I I cs cceiiaceeliienminian $ 65.17 
A 83.21 
a 35.00 
B. M. Buyer, Chairrmann occcccccccscccscssescssseee 169.50 
352.88 
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Clinic and Program Committee 








Cc. O. Miller $ 26.89 

Printing Programs 54.03 

Rental of Termple .n.c.cccccccsesscccssseee . 1,000.00 

Meeting Expenses, Earl Miller ............... 1,100.00 
———— 2,180.92 


Local Arrangements Committee 

C. A. Sheely 100.00 
Miscellaneous 

Signs for registration, lectures, etc......$ 20.25 








Help at Temple 200.00 
Floor damage, Zembo Temple ............... 7.50 
Fire insurance, on exhibit equipment 11.88 
Tax on checks .10 





239.73 3,842.73 





BALANCE ON DEPOSIT, DIAMOND 
NATIONAL BANK, PITTSBURGH, PA., 








NOVEMBER 12, 1932 $ 42.64 
UNPAID EXHIBITORS ACCOUNTS: 
Hu-Freidy Manufacturing Co. $ 84.00 
Friedman Speciaity Co. 104.00 





$ 188.00 


Dr. Leslie Waddill, Chairman. 


Dr. C. W. Hagan, Secretary, 
Pennsylvania State Dental Society, 
Pittsburgh, Pennsylvania. 
Dear Sir: 
Pursuant to engagement, we have audited the accounts of the 
Secretary and Treasurer of the Pennsylvania State Dental Society for the 
period April 23, 1932, to April 15, 1933, inclusive. 
In connection therewith, we submit our report, attached hereto, 
consisting of comments and the following Exhibits: 
Exhibit ‘‘A’’ Statement of Cash Receipts and Disbursements, Dr. 
James A. Brady, Treasurer, Period April 23, 1932, 
to April 15, 1933. 
Exhibit ‘‘B’’ Statement of Cash Receipts and Disbursements, Dr. 
C. W. Hagan, Secretary, Period April 23, 1932, 
to April 15, 1933. 
In our opinion the transactions of the society, for the period 
under review, are correctly reflected on the attached exhibits. 
Respectfully submitted, 
WOOD, SEBRING G CO., 
Certified Public Accountants. 
April 27, 1933. 
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ATTENTION 


The Annual Meeting of the Penn- 
sylvania State Dental Society will 
be held in Pittsburgh on May Ist, 
2nd and 3rd, 1934. 
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“Some may wish you Peace and fi 
se 

A smoother peth in the year 
a , | 

We wish you Fiber the Valiant ff 
need 

To force your way thru bitter jf 
blasts; i 

We wish you the heart of the jj 
Fighting Breed 


To carry you on while the battle 
lasts.” 


“THE FIGHTING COMPANY” |} 


Our advertisers deserve our patronage 
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